BILL NO. S-72-01-6*^ 


SPECIAL ORDINANCE NO. S- 




AN ORDINANCE approving a contract with 
SANITARY HYDRAULICS, INC. for one (1) 


Sewer Jet Machine for the Water Pollution 
Control Maintenance Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain contract dated July 5, 1972, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and SANITARY HYDRAULICS, INC., for: 


One (1) Sewer Jet Machine 


for a total cost of $11,264.00, all as more particularly set 
forth on City Utilities Purchase Order No. 6685, which is by 
reference incorporated herein and made a part hereof, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



\ 


APPROVED AS TO FORM 



Read the first time in full and on motion by- 


seconded by 


and duly adopted, read the second time by bitl.e and ^ 


referred to the Committee on 



(®rd~ttr the 


City -Plan Commission, tor recoramenda-cion) (and Public Hearing to be“tleld ai L-eir- due legpl 

notice^ at the Council Chafnb^TB-r-ei-b^v-^Ccuirit :^ Building , Fort Wayne, Indiana, on 

• - — • ^ 


the 


day of 


■ah~ 


0 ^ cl ock 


F.M.7E7S.T. 

Date; 
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CITY CLERK 


Ld 


Read the third time in full and on motion by 


seconded by 




and duly adopted, placed on its passage. 


Passed by the following vote; 

AYES_ ^ , NAYS 

Burns 


ABSTAINED 


ABSENT 


to-wit : 








CITY CLERK 




Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as -f&swisg 
Mapr)^ l,(ienerai; (ASniS^xon) (Special) (App- r o p nirrt rron ) Ordinance (-R GColU ' t - 4? < ai ) Np . ^ 



S-72-07-04 


Bill No. 


We 5 your Committee on 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
City TJtlllijes whom was referred an Ordinance 


approving a contract with SANITARY HYDRAULICS, INC. for 


one (l) Sewer Jet Machine for the ¥ater Pollution Control 


Maintenance Department . 




have had said Ordinance under consideration and beg 

Council that said Ordinance PASS. 

Paul "Mike" Bums, Chairman 

leave to report back^o the Common 

Eugenen Kraus, Jr. - Vice-Chairman 


Donald J. Schmidt 


William T. Hlnga 


Winfield C. Moses, Jr. 



dati4 



k/ 

CONCURRED tN 

vv, OJY 


S-72-07-04 


Bill No. 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

Wes your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with SAKITARY HYDRAULICS, iINC. for one 


(l) Sewer Jet Machine for the Water Pollution Control Maintenance 


Department 



have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

Paul "Mike” Burns - Chairman 

Eugene Kraus, Jr. - Vice-Chairman 

Donald J. Schmidt 

William T. Hinga 


Winfield C. Moses, Jr. 


THE CITY OF FORT WAYNE 

board of public works 


July 7, 1972 


58-209-10 


Mr. David B. Keller 
City Attorney 

1310 Anthony Wayne Bank Building 
Fort Wayne, Indiana 46802 


Dear Mr. Keller: 

Please prepare an Ordinance to be introduced in the Common Council 
Tuesday, July 11, 1972 for: 

CITY UTILITIES Purchase Order No. 6685 to Sanitary Hydraulics, Inc. 
in the amount of $11,264.00 for one (1) Sewer Jet Machine for the 
Water Pollution Control Maintenance Department. 

By way of explanation, the bid of Sanitary Hydraulics, Inc., which 
was $689.00 over the low bid of Flexible Pipe Tool Division bid of 
$10,575.00, was chosen because it is the opinion of the Maintenance 
Department that it is far superior to any of the machines offered. 
Also, one machine of this make is now in service in the department, 
making parts interchangeable. All of the machines were looked over 
and tried. 

The Board, therefore, requests approval of the above purchase. 

Sincerely, 



PS: Mr. John Moran, Superintendent of Water Pollution Control 

Maintenance will, be on hand to explain the operation when the 
Ordinance is introduced. 
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Enclosures: Tabulation and Bids 

Copy of Purchase Order 


ORIGINAL 

PURCHASE ORDER NO. 


®DW ®[F [F®[BTr mmsai 



DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 

Sanitary Hydraulics Inc, 
10620 Cedar Ave, 
Cleveland|r Ohio 44106 

L 




J 


o rr" 

005^3 


DATE- 


This number must appear on each pack' 
age, packing slip, invoice, bill of lading 
express receipt and correspondence, 

July 5, 1972 
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